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MILK: PRODUCTION AND CONTROL

The principal features of this plant are :

(i)   Plate Heat Exchanger.     This is built up   of a  number of heavily tinned
rectangular   cast   gunnietal   or   stainless   steel   plates   grooved   on   both  sides.
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FIG. 194.    A.P.V. Heat Exchanger Plate.
Similar plates  are superimposed  over these and are firmly secured, converting
the grooves into shallow channels, the whole being tightly bolted together.
The milk to be heated (or cooled) flo-ws across one side of the plate and the
heating (or cooling) water flows across the other side in the opposite direction.